Message 


From: Roger Jarosz [rjarosz@ingledc.com] 

Sent: 5/31/2011 6:40:26 PM 

To: 'Lobik Stephen' [slobik@facil.umass.edu] 

CC: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James. Hanchett]; 'Pocsik Mark' [mpocsik@facil.umass.edu] 

Subject: RE: Door at 247 

Steve: 

We took a look at this morning and should have it fixed in the next coupie of days. 

Rogerjarosz 

inglewood Development Corp 


From: Lobik Stephen [mailto:slobik@facii.umass.edu] 
Sent: Tuesday, May 31, 2011 8:07 AM 
To: Roger Jarosz 

Cc: Hanchett, James (DPH); Pocsik Mark 
Subject: Door at 247 


Roger, 

Jim is having trouble with a door at 247 not closing properly. Can you please send someone over to take a 
look and correct this? 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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